DOCKETED ITEMS       11
8503190422 Advises that development of detailed plans for dismantling & decommissioning reactor continuing.Excerpt from third generation draft of request for proposal & brief synopsis of present status of reactor encl. WEGST.W.F. California, Univ. of, Los Angeles, CA. 85/03/13.
DENTON.H.   Office   of   Nuclear   Reactor   Regulation,   Director.   5pp.   29407:202-29407:206.
DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY
R. Periodic operating reports & related correspondence
8503190432 "Saxton Nuclear Experimental Corp 1984 Annual Rept." W/850228 Itr. HEWARD.R.W. Saxton Nuclear Experimental Corp. 84/12/31. THOMAS.C.O. Office of Nuclear Reactor Regulation, Director. 10pp.  29407:212-29407:221.
DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR
F. Security, medical, emergency & fire protection plans
8503200478 Informs that emergency plan fully implemented as of 850316. POHLOD.C.S. Illinois, Univ. of, Urbana, IL. 85/03/16. THOMAS.C.O. Standardization & Special Projects Branch. 1p. 29428:238-29428:238.
8503260316 Accepts 850305 scope & objectives for 850521 emergency preparedness exercise.Future comments re scenario will be provided to PB Loomis via telephone. PAPERIELLO.C.J. Region 3, Office of Director. 85/03/20. DEWITT.R.B. Consumers Power Co. 1p. 29504:182-29504:182.
8503290106 Forwards Rev 12 to security plans.Revs withheld (ref 10CFR73.21). VANDEWALLE.DJ. Consumers Power Co. 85/03/21. KEPPLER.J.G. Region 3, Office of Director. 1p. 29560:168-29560:168.
8503280149   Issues   encl   exemption   from   certain   requirements   of   App   R   to 10CFR50,Section III.G.2,requiring that redundant cables inside noninerted containments be separated by noncombustible radiant energy shield for FR publication. ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/03/26. VANDEWALLE.D.J. Consumers Power Co. 2pp. 29552:021-29552:025.
-8503280153 Exemption from certain requirements of App R to 10CFR50, Section III.G.2,requiring that redundant cables inside noninerted containments be separated by noncombustible radiant energy shield. THOMPSON.H.L Division of Licensing. 85/03/26. 3pp. 29552:023-29552:025.
G. Adjudlcatory correspondence
8503010169 Advises that time for Commission to review ALAB-795 expired. Commission declined review.Decision became final agency action on 850219.Served on 850228. CHILK.S.J. Office of the Secretary of the Commission. #185 784. 85/02/28. Atomic Safety and Licensing Board Panel. 1p. 29157:229-29157:229.
Q. Inspection reports, IE Bulletins & correspondence
8503260055 Forwards Insp Repts 50-151/85-01 & 50-356/85-01 on 850226-28 & notices of violation & deviation.
NORELIUS.C.E. Region 3, Office of Director. 85/03/22. MILEY.G.H. Illinois, Univ. of, Urbana, IL 2pp. 29502:351-29502:362.
-8503260059 Notice of violation from insp on 850226-28. NORELIUS.C.E. Region 3, Office of Director. 85/03/22. 1p. 29502:353-29502:353.
-8503260061 Notice of deviation from insp on 850226-28.
*  Region 3, Office of Director. 85/03/22. 1p. 29502:354-29502:354.
-8503260069 Insp Repts 50-151/85-01 & 50-356/85-01 on 850226-28. Noncompliance noted:records of requalification exams incomplete.Deviation noted:bldg air not monitored for several months during 1984.
RIDGWAY.K.R., FOSTER.J.E., SCHWEIBINZ.E.R. Region 3, Office of Director. 85/03/ 21. 8pp. 29502:355-29502:362.
R. Periodic operating reports & related correspondence
8503050350 "Annual Rept, 1984,Illinois Advanced TRIGA." W/850224 Itr. BECK.G.P., STUBBINS.J.F., MILEY.G.H. Illinois, Univ. of, Urbana. IL 84/12/31. 8pp. 29206:142-29206:149.
DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT
F. Security, medical, emergency & fire protection plans
85031"40062 Forwards Insp Rept 50-155/84-17 on 841121-850116 & notice of violation.Response addressing failure to conduct surveillance within required time frame requested.
NORELIUS.C.E. Region 3, Office of Director. 85/02/13. DEWITT.R.B. Consumers Power Co. 2pp. 29381:001-29381:017.
-8503140085 Insp Rept 50-155/84-17 on 841121-850116.Noncomp!iance'noted: failure to perform surveillance of reactor depressurization sys & failure to make timely notification. BOYD.D.C. Region 3, Office of Director. 85/02/11.13pp. 29381:005-29381:017,
8503120482 "Big Rock Point Manual.Vol 9,Site Emergency Plan."
*  Consumers Power Co. 85/02/28. 123pp. 29316:273-29317:035.
8503080036 Ack receipt of 850218 Itr transmitting Rev 1 to safeguards contingency plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable. AXELSON.W.L. Region 3, Office of Director. 85/03/01. VANDEWALLE,DJ. Consumers Power Co, 3pp, 29275:059-29275:061.
8503080292 Advises that Rev 3 to facility suitability training & qualification plan acceptable w/one exception,per 10CFR50.54(p).Encl comments withheld (ref 10CFR73.2T). AXELSON.W.L. Region 3, Office of Director. 85/03/01. VANDEWALLE.D.J. Consumers Power Co. 4pp. 29282:268-29282:271.
8503070264 Requests recall of general ofc control ctr & emergency operations facility emergency implementing procedures. Manual replaced by general ofc response team emergency operations facility emergency implementing procedures.
*   Consumers Power Co. 85/03/04, Record Services Branch (Document Control Desk). 2p. 29257:220-29257:221.
8503120252 Advises that 850215 Rev 11 to security plan consistent w/provisions of 10CFR50.54(p) & acceptable. AXELSON.W.L. Region 3, Office of Director. 85/03/06. VANDEWALLE.DJ. Consumers Power Co. 3pp. 29318:147-29318:149.
8503120509 Revised emergency plan implementing procedures.including Rev 59 to 3A re activation of technical support ctr,3C re activation of emergency operations facility (Boyne City) & 4A re site emergency director. * Consumers Power Co. 85/03/06. 68pp. 29315:253-29315:314.
8503130333 Notification of 850320 meeting w/util in Bethesda.MD to discuss comments on detailed control room design review program plan.
DUDLEY,R,F. Operating Reactors Branch 5. 85/03/11. ZWOLINSKI.J.A. Operating Reactors Branch 5. 3pp. 29330:264-29330:266.
I. Financial information
8503180328 "Annual Rept 1984." W/850314 Itr.
SELBY.J.D., MCNISHJ.A. Consumers Power Co. 84/12/31. GIAMBUSSO.A. Division of Licensing. 24pp. 29386:189-29386:213.
P. Operating license stage documents & correspondence
8503010205 Forwards Rev 3 to suitability training & qualification plan. W/o encl. KERS.D.A. Consumers Power Co. 85/02/15. KEPPLER.J.G. Region 3, Office of Director. 1p. 29163:155-29163:155.
8503040477 Advises of intention to complete evaluation study of problems associated w/bypass valve controls by 851001,re Integrated Assessment Plan Issue 11. KUEMIN.J.L Consumers Power Co. 85/02/25. Office of Nuclear Reactor Regulation, Director. 1 p. 29178:309-29178:309.
8503130433 Notification of 850319 meeting w/util in Bethesda.MD to discuss sample equipment qualification documentation packages.
DUDLEY.R.F. Operating Reactors Branch 5. 85/03/11. ZWOLINSKI.J.A. Operating Reactors Branch 5. 3pp. 29335:128-29335:130.
8503190220 Requests payment of fee for review of 850221 application for extension of deadline for environ qualification of certain electrical equipment. DIGGS.R.M. License Fee Management Branch, 85/03/11. VANDEWALLE.D.J. Consumers Power Co. 1p. 29438:163-29438:163.
8503200101 Forwards corrections to radiological effluent Tech Specs (RETS) & offsite dose calculation manual (ODCM).Section 6.16 of RETS & erroneous ref to section in ODCM deleted.Other changes,including typos.listed.
VANDEWALLE.DJ. Consumers Power Co. 85/03/14. Office of Nuclear Reactor Regulation, Director. 2pp. 29432:157-29432:169.
-8503200111 Proposed Tech Spec page change correction to 850107 radiological effluent Tech Specs.
*  Consumers Power Co. 85/03/14. 8pp. 29432:159-29432:166.
-8503200117 "Proposed Big Rock Point Nuclear Power Plant Offsite Dose Calculation Manual Page Corrections.
* Consumers Power Co. 85/03/14. 3pp. 29432:167-29432:169.
8503210298 Discusses util 841012 Itr informing NRC of intent to delay implementation of revised facial hair policy pending clarification of requirements.Based on encl RL Baer 841102 memo.plans for implementation of policy requested. PAPERIELLO.C.J. Region 3, Office of Director. 85/03/14. DEWITT.R.B, Consumers Power Co. 1p. 29465:133-29465:133.
-8411130367 Informs of plan to recommend RES change regulations to expressly forbid facial hair in seal area of tight fitting respirators. Encl OSHA interpretation of 29CFR1910.134(6)(5) (i) prohibits facial hair in seal area. BAER.R.L Engineering & Generic Communications Branch. 84/11/02. BELLAMY.R.R.  Division of Engineering & Technical  Programs. 5pp. 29465:134-29465:138.
8503190354 Appraises progress & expected completion of OL Condition B.2.e to conduct human factors analysis of stack gas monitor.Operators & shift supervisors expected to take data from stack gas meters trained in use of meter. KUEMIN.J.L. Consumers Power Co. 85/03/15. Office of Nuclear Reactor Regulation, Director. 2pp. 29409:075-29409:076,
8503260395 Forwards application fee for 850221 Itr requesting extension of deadline date for environ qualification of certain electrical equipment,per NRC 850311 request.Fee paid.
KUEMIN.J.L Consumers Power Co. 85/03/21. MILLER.W.O. License Fee Management Branch. 1 p. 29506:021-29506:021.
Q. Inspection reports, IE Bulletins & correspondence
8503140062 Forwards Insp Rept 50-155/84-17 on 841121-850116 & notice of violation.Response addressing failure to conduct surveillance within required time frame requested.
NORELIUS.C.E. Region 3. Office of Director. 85/02/13. DEWITT.R.B. Consumers Power Co. 2pp. 29381:001-29381:017.07:302.organizational structure & redistributina responsibilities re radiological safety.Supporting documentation encl.
